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EASTERN POWER DISTRIBUTION COMPANY OF A.P. LIMITED 

CORPORATE OFFICE 

P&T Colony, Seethammadhara, Visakhapatnam - 530 013 


Recruitment notification for filling up of 15 Nos. Assistant Engineer/Electrical 

tnow re-designated as Assistant Executive Engineer/El.! posts in APEPDCL 

The written examination for the post of Assistant Engineer/El. (now re¬ 
designated as Assistant Executive Engineer/El.) will be conducted tentatively in the 
Month of June-2019 against the notification issued in Eenadu and Hindu on 
06.02.2019. The exact date of examination will be announced separately in website. 
The link to download hall tickets will be placed in the website seven days prior to the 
date of examination. The APEPDCL website may be checked from time to time for 
latest updates. 
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